Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



CONFIDENTIAL 

PAGE 01 OECDP 11995 171102Z 
16 

ACTION EB- 11 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 RSC-01 TRSE-00 

EUR-25 AEC-11 ISO-OO ACDA-19 DRC-01 SCI-06 /075 W 

057951 

R 171028Z MAY 74 
FM USMISSION OECD PARIS 
TO SECSTATE WASHDC 0000 

CONFIDENTIAL OECD PARIS 1 1995 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, IT, US, CZ 

SUBJECT: ITALIAN MATERIAL FOR GAS PIPELINE SUPERVISORY 
AND CONTROL SYSTEM TO CZECHOSLOVAKIA - 
IL 1565/72/84 

REF: A. COCOM DOC (74) 1361 
B. STATE 220037, 11-8-73 

1. ITALIAN DEL, AT MFA BEHEST, HAS ASKED US TO INQUIRE 
OF OEA CONCERNING APPARENT US EXPORT LICENSING 
DIFFICULTIES RELATED TO TEKTRONIX 546 AND 432 OSCILLO- 
SCOPES INVOLVED IN REFCASE. HE DID NOT KNOW NAME OF 

ACTUAL US EXPORTER (WHICH MIGHT OR MIGHT NOT BE 
TEKTRONIX ITSELF) BUT ITALIAN FIRM INVOLVED, NUOVO 
PIGNONE, INDICATED FORMER HAD REPORTED US AUTHORITIES 
APPARENTLY FELT SEPARATE COCOM SUBMISSION FOR OSCILLO- 
SCOPES MIGHT BE REQUIRED. 

2. PLEASE CHECK INSOFAR AS POSSIBLE ON BASIS OF FORE- 
GOING AND INSTRUCT HOW WE CAN REPLY TO ITALIAN DEL. 

IF HE SUBSEQUENTLY PROVIDES NAME OF US EXPORTER OR 
OTHER DETAILS, WE WILL REPORT. 

BROWN 

CONFIDENTIAL 
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